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OVERALL 3D VIEW AT STATION 
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aise Existing Features: 

Union Station Building 

Union Station Parking Garage 
Pedestrian Tunnel to Parking Garage 
Grafton Street Bridge 

Keolis Building 

MBTA Upper Parking Lot 

MBTA Lower Parking Lot 
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gi | Proposed Features: 
| 8. Center Island Platform 
9. Platform Access Corridor (Below) 
10. Elevator #1 
11. Stair #1 
12. Stair #2 
13. Elevator #2 
14. Pedestrian Bridge 
15. Stair #3 
16. Elevator #3 
17. Rainwater Retention Area 


MBTA | Worcester Union Commuter Rail StationAccessibility 
Improvements and Associated Track Work 





RENDERING FROM GARAGE ROOF 
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WEST END 3DVIEW 





Image provided by HDR 


Key Features: 





1. Elevator #1 

2. Elevator Lobby at 

Platform 

Platform Access 

Corridor (Below) 

Stair #1 with Enclosure 

Center Island Platform 

Continuous Canopy 

. Platform Spans over 
Grafton Street. Bridge 

. Accessible Walkway 
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RENDERING AT WEST END FROM PLATFORM 
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EAST END 3DVIEW 





Image provided by HDR 


Key Features: 


Center Island Platform 
Continuous Canopy 
Stair #2 with Roof and 
Screening 

Storage room below stairs 
Elevator #2 

Elevator Lobby 
Pedestrian Bridge 
Elevator #3 

Stair #3 with Roof and 
Screening 
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. Upper landing 

. Lower landing/Plaza 

. EMR #3 

. Backup generator and 
enclosure 

. Accessible walkway with fence 

. Existing concrete stairs 
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RENDERING AT EAST END FROM PLATFORM 
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RENDERING FROM LOWER PARKING LOT 
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PLATFORM ACCESS FROM UNION STATION BUILDING 





CORRIDORTO ‘| 
HARDING ST. = 
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Key Features: 

. Stair #1 

. Elevator #1 

. Elevator Lobby 

. Elevator #1 Machine Room 
. Platform Access Corridor 

. Mechanical Room 

. Existing 3' Party Comm. Equipment 
. Police Access Vestibule 

. MBTA Offices 

10. Ticketing Alcove 
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